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a HEAT SHRINK OUTDOOR 
TERMINATION KIT —- 
MONOe 


Nexans MONO type MV cable terminations are Heat Shrink 
Outdoor Termination Kit consisting of a Single-piece Heat Shrink 
Tube - the Anti tracking tube. It features Integral Stress Control 
co-extruded into the heat shrink tubing suitable for terminating 1 
core & 3 core polymeric insulated cables, such as XLPE or EPR, 


with working voltage classes of up to 36 kV. 





Cable XLPE /PVC | PILC 

KV WkV || 3.3kV || 66kV))/NkV) 22 kV 
33 kV 

Core 1Core || 2 Core || 3 Core | 3.5/4 Core 


Cable Size 4-35 || 50 -120 || 150 - 240 | | 300 - 400 


(Sq. Mm) 


500 - 630 | | 800 - 1000 
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The “MONOe” Outdoor terminations are designed for max system voltages of 36 kV, for compact switchgears as well as for 


installations where space is limited. Easy, quick to install, reducing installation time and errors. 


The kit consists of a stress control mastic strip, a co extruded dual wall tube and red anti-tracking sealing mastic. 


MONOe 1C Dimensions: 


MONOe 3C Dimensions: 
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